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UNITED STATES DISTRICT COURT 
FOR THE DISTRICT OF COLUMBIA 



ARTHUR DAVIS, 



Plaintiffs, 



DAVID A. WALKER, 
Comptroller General of the 
U.S. General Accounting Office, 

Defendant 



Civil Action No. 06-1002 (EGS) 



SUBSTITUTION OF COUNSEL 

The Clerk of the Court will please enter the appearance of Harry B. Roback, 
Assistant United States Attorney, as counsel of record for the defendant in this action. The Clerk 
of the Court will please withdraw Andrea McBamette as counsel for the defendant in the above- 
captioned case. 



Respectfully submitted, 
/s/ Harry B. Roback 



HARRY B. ROBACK (DC Bar # 485145) 

Assistant U.S. Attorney 

Civil Division 

501 Third Street, N.W. 

Washington, D.C. 20530 

(202) 616-5309 
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CERTIFICATE OF SERVICE 

I hereby certify tliat on tliis 27tli day of February 2008, I caused tlie foregoing 
Substitution of Counsel to be served on counsel for plaintiff by the court's Electronic Case Filing 
System: 



Walter T Charlton 

WALTER T. CHARLTON & ASSOCIATES 

1156 15th Street, NW 

Suite LL 10 

Washington, DC 20005-1704 



/s/ Harry B. Roback 



HARRY B. ROBACK (DC Bar # 485145) 

Assistant U.S. Attorney 

Civil Division 

501 Third Street, N.W. 

Washington, D.C. 20530 

(202) 616-5309 



